TilK  GRISSON  CURRENT  TRANSFORMERS.
turbine interrii]>t.ers in the form of the Grisson continuous-alternating current transformer, shown in the engraving and diagram. This apparatus changes a direct continuous, current into a pure alternating current, hence its name. Its
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periodicity or frequency of alternation may be varied from 900 to 6,000 per minute, and, though this is less than in the electrolytic and turbine forms, currents of any amperage may bu'easily employed. Different from other interrupters,numerous, aside from laboratory experiments and lecture courses. Radiography and radioscopy are now using the apparatus for reducing the time of exposure and giving a remarkable stability to the images upon the lluorescent screen. Wireless telegraphy will not fail to utilize the greatest frequencies that the system permits of obtaining. Gas motors, and particularly water-gas motors, in which ignition is difficult, will, through the use of it, have a hot spark that will surely prevent any failure to ignite.
